
Warning: Health and Welfare Canada advises that danger to health increases with amount smoked - avoid inhaling. 

Average per cigarette: 9 mg “tar”, 0.8 mg nicotine. 

Source: https://www.industrydocuments.ucsf.edu/docs/rynj0004 









